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Message Text 

UNCLASSIFIED 

PAGE 01 BONN 08765 23I708Z 
ACTION NRC-07 

INFO OCT-OI EUR-I2 ISO-00 OES-07 /027 W 

232336Z 008485 /65 

R231706ZMAY 77 
FM AMEMBASSY BONN 
TO SECSTATE WASHDC 8464 

UNCLAS BONN 08765 

DEPT. FOR NRC; NRC PASS DR. J. D. LAFLEUR 

E.O. 1I652N/A 
TAGS: ENRG, TECH, GW 

SUBJECT: PROPOSED VISIT OE US TEAM TO GERMANY TO 
DISCUSS PRESSURE SUPPRESSION SYSTEMS 

REE: TELCON SCHNURER, BMI/LAELEUR, NRC 

EMBASSY WAS CONTACTED BY DR. H. SCHNURER, FEDERAL 
MINISTRY OF THE INTERIOR, TO PROVIDE DETAILS OE 
VISIT OE US GROUP WHICH HAD BEEN PROPOSED BY 
LAFLEUR IN REFTELCON. SCHNURER EXPLAINED HE UNDERSTOOD 
GROUP WOULD CONSIST OF EXPERTS EROM GE TO DISCUSS 
PRESSURE SUPPRESSION SYSTEMS FOR BOILING WATER 
REACTORS. HE EXPECTS THAT TEAM WOULD ALSO 
INCORPORATE MEMBERS OF ELECTRIC UTILITIES 
THAT EMPLOY MARK TWO CONTAINMENT. SCHNURER WOULD 
APPRECIATE RECEIVING SUEFICIENT INEORMATION TO 
PREPARE MEETINGS ASAP, PARTICULARLY IP MEETINGS 
WILL TAKE PLACE UNDER NRC - BMI AGREEMENT. 
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